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ERRATA 

In the paper on "Restricting Waste of Water in San Francisco," 
in the Journal for May, 1920, the following corrections should 
be made on page 293. Middle colimin of table, change "gallons" 
to cubic feet. Same change should be made in second line of the 
paragraph immediately below the table, where "4000 cubic feet" 
should be substituted for "4000 gallons." 

In the paper on "Electric Cast-Iron Pipe and Prepared or Fac- 
tory-Made Lead Joints" in the Journal for July, 1920, the following 
corrections should be made: Page 479, cut out the words "Mandrel 
used in making the joints" in figure 2. Page 485, Une 7, change 
"above" to "below," and in the next to the last column of the 
table, change "lbs." to "lbs. per sq. in." 

NEXT convention 

The Convention Committee has selected the Hollenden Hotel 
■sA Cleveland, Ohio, as headquarters for the next annual convention 
and fixed the date as the week of June 6, 1921. Some objections 
to this date have been raised by members connected with educational 
institutions, as they will not be able to attend a convention held 
before the close of the school year, which is later than June 6, as a 
rule. 



